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Message: RE: NEW ATA Website 


M RE: NEW ATA Website 


From 

To 

Cc 


Kraft, Emily 
'Megan Lengerman' 


Date Monday, January 23, 2017 11:23 AM 


It's not showing as down for me, although I occasionally see a 404 error. Usually closing entirely out 
of my browser and trying to open it up again does the trick. If that doesn't work for you, send me a 
screenshot of what you're seeing. 


From: Megan Lengerman [mailto:megan.lengerman@nursesfornewborns.org] 

Sent: Monday, January 23, 2017 11:19 AM 

To: Kraft, Emily 

Subject: NEW ATA Website 

Hi Emily, 

Is the new ATA website down? It keeps saying "page not found". 


Thanks! 


Megan 


Megan Lengerman, MA 

Intake and Contracts Manager 
Nurses for Newborns 
7259 Lansdowne, Suite 100 
Saint Louis, MO 63119 
P- 314.544.3433 X321 
C- 314.604.2426 
F- 314.448.4004 

E - megan.lengerman(5)nursesfornewborns.org 

Confidentiality Notice: This communication, and any files attached, contains confidential information that 
may be privileged. The information is intended only for the use of the individual(s) or entity to which it is 
addressed. If you are not the intended recipient, any disclosure, distribution or the taking of any action in 
reliance upon this communication is prohibited and may be unlawful. If you have received this 
communication in error, please notify the sender immediately by reply e-mail and destroy the original 
information. Thank you. 
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